Summarised Outcome: Municipal Budget and Benchmarking Engagement - 2015/16 Budget vs Original Budget 2014/15 


Rthousands 

NV\S71 

Moretele 

(g 

NV\G72 

Madibeng 

(H) 

NtAi373 

Rustenbirg 

(H) 

NV\S74 

Kgetlengrivier 

(g 

NiAi375 

Moses 

l^3tane(M) 

DC37 

Bpjanala 

Platinum (I -9 

NtASSl 

Ratlou 

(L) 

NV\G82 

Tswaing 

(g 

NtAS83 

IVbfikeng 

(L) 

NVVS84 

Dtsobotla 

(g 

NtAi385 

Ramotshere 

Moiloa(L) 

DC38 

NgakaModiri 

Molema(L) 

NJ\J332 

IVbledi 

(Ma^(L) 

Total Operating Revenue 

^957 

1512326 

35TC490 

143873 

582670 

300128 

118737 

173238 

522557 

375745 

282122 

519 626 

346208 

Total Operating &(penditire 

340408 

1S12169 

3567711 

131131 

686973 

257143 

105478 

172492 

586901 

371877 

256506 

463867 

403418 

Operating Performance Surplus / (Deficit) 

15549 

1S7 

7779 

12 742 

(94303) 

42985 

13260 

746 

(64343) 

3868 

25616 

55760 

(57210) 

cash and cash Equivalents at the Year End 

21217 

224642 

681663 

5839 

170213 

4705 

39233 

5202 

12586 

(19906) 

TO691 


3957 

Net Increase / (Decrease) in Cash held for the Year 

544 

135256 

149489 

3314 

9978 

2115 

11650 

11365 

13238 

(23 906) 

%330 

(15^ 

2626 

cash Backing / Surplus (Deficit) Reconciliation 

30502 

5433 

52579 

28110 

147161 

19 729 

26963 

2765 

(10630) 

37285 

91447 

(432 987) 

(30 045) 

cash Coverage Ratio 

.9 

2.1 

Z7 

.6 

4.3 

.3 

59 

A 

.3 

(.7) 

42 

.0 

.1 

STATEWBSrr OF GPBWING PERFORMANCE 














Revenue 














% Increase in Total Cperating R»/enue 

20.1% 

8.7% 

(.7%) 

7.8P% 

18.0% 

10.2% 

(12.8%) 

13.0% 

(. 2 %) 

8.8% 

29.0% 

2.4% 

15.6% 

% Increase in Properly Rates Revenue 

64.9% 

2.2% 

10.5% 

30.7% 

5Z5% 

.0% 

(76.9%) 

21.6P% 

(. 2 %) 

II. 3 P /0 

141.9% 

.0% 

3.5% 

% Increase in Electricity Revenue 

.0% 

(4.0%) 

(5.3%) 

12.6% 

.0% 

.0% 

.0% 

Z4% 

.0% 

21.9% 

76.0% 

.0% 

38.4% 

% Increase in VJS&er Revenue 

33.7% 

3Z3P^ 

(18.4%) 

9.6P% 

Z4% 

.0% 

.0% 

(1.9»/o) 

(35.2%) 

7.7% 

(18.2%) 

.0% 

(25.0%) 

% Increase in Property Rates & Service Charges 

52.7% 

2.6P^ 

(4.7%) 

12.4% 

17.4% 

.0% 

(76.9%) 

6.8P% 

(12.7%) 

15.2% 

75.8% 

.0% 

17.4% 

% Increase in Operating Grant Revenue 

19.0% 

24.7% 

39.9% 

6.8P% 

17.9% 

IO. 3 P /0 

20.0% 

16.0% 

29.2% 

.8% 

33.8% 

9.0% 

13.8% 

% Increase in Capital Grant Revenue 

4.0% 

.0% 

(4.8%) 

.0% 

14.2% 

(22.8%) 

4.0% 

8.0% 

9.7% 

.0% 

91.3% 

(7.4%) 

65.8% 

CollecJion Rate Including Other Revenue 

37.3% 

74.8P/0 

86.0% 

84.6% 

57.7% 

100.0% 

30.4% 

8Z8P% 

74.4% 

88.1% 

110.2% 

100.0% 

106.4% 

Annual Debtors Collection Rate (P^ment Level %) 

35.1% 

73.8% 

84.6% 

80.1% 

55.5% 

.0% 

10.2% 

79.5P% 

72.8% 

84.5P% 

81.6% 

.0% 

82.6% 

Current Debtors CollecJion Rate 

35.1% 

73.8% 

84.6% 

80.1% 

55.5% 

.0% 

10.2% 

79.5P% 

72.8% 

86.2% 

122.4% 

.0% 

106.2% 

Outstanding Debtors to Revenue 

11.9% 

5.1% 

13.4% 

40.0% 

24.2% 

.5% 

68.0% 

15.5P% 

6ze% 

83.0% 

28.8% 

1.9% 

17.0% 

CVS Service Debtors to Revalue 

55.0% 

8.1% 

17.0% 

98.6% 

68.0% 

.0% 

800.5% 

37.4% 

109.9% 

118.2% 

73.9% 

4730.1% 

24.3% 

Expenditure 














% Increase in Total Cperating E>qDenditure 

20.0% 

8.7% 

.2% 

8.2% 

18.1% 

( 7 . 8 P/ 0 ) 

(4.9%) 

12.6P% 

13.8% 

7.7% 

17.3% 

1.9% 

6.7% 

% Increase in Errployee Costs 

16.8% 

10.6% 

10.0% 

7.7% 

16.4% 

1.4% 

7.1% 

1.2% 

8.3% 

.0% 

21.2% 

15.3% 

9.4% 

%CX/ertirre measured against Brpicyee Related Costs 

1.6% 

6.7% 

5.6% 

3.1% 

2.8% 

3.4% 

.4% 

3.5% 

1.2% 

5.4% 

Z0% 

.9% 

5.3% 

% Increase in Electricity Bulk Purchases 

.0% 

29.8% 

6.7% 

(21.3%) 

.0% 

.0% 

.0% 

14.2% 

.0% 

5.2% 

14.1% 

.0% 

16.6% 

% Increase in \AMer Bulk Purchases 

.0% 

(28,8%) 

3.2% 

(100.0%) 

26.4% 

.0% 

.0% 

4.8P% 

3.0% 

33 . 3 P /0 

.0% 

2417% 

100.0% 

RerTuneration%of Cper Exp(e9<d debt irrpairmanddeprec) 

29.7% 

27.9% 

18.3% 

32.5P% 

34.3% 

52.0% 

49.7% 

44.1% 

47.2% 

46.8% 

39.5% 

ra.4% 

44.2% 

Contracted Services % of Oper Bq3(€»<cl debt irrpairmanddeprec) 

15.0% 

6.0% 

a6% 

4.0% 

5.8% 

21.6% 

6,7% 

3.7% 

4.0% 

5.2% 

5,6% 

17% 

4.4% 

Debt lrrpairrrent%of BillahDle Revenue 

51.4% 

21.8P/0 

14.0% 

8.9% 

29.7% 

.0% 

37.2% 

6.7% 

23.2% 

10.9% 

.0% 

.0% 

7.9% 

%Bectricity Dstributicn Losses 

.0% 

29.5P% 

5.6% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

30.1% 

.0% 

14.4% 

%V\feter Dstributicn Losses 

.0% 

214.1% 

18.1% 

.0% 

7.4% 

.0% 

.0% 

.0% 

.0% 

.0% 

414.8% 

.0% 

45.0% 

Enplo^iee costs/Total Revenue 

24.3% 

22.5P/0 

14.8% 

28.0% 

30.0% 

43.7% 

39.3% 

39.9% 

41.0% 

38.7% 

35.1% 

53.2% 

4Z9% 


Summarised Outcome: Municipal Budget and Benchmarking Engagement - 2015/16 Budget vs Original Budget 2014/15 


Rthousands 

NV\S71 

Moretele 

(g 

NV\G72 

Madibeng 

(H) 

NU\i373 

Rustenbirg 

(H) 

NV\S74 

Kgetlengrivier 

(g 

NV\i375 

Moses 

F03tane(M) 

DC37 

Bpjanala 

Platinum (1^ 

NU\i381 

Ratlou 

(L) 

NV\G82 

Tswaing 

(g 

NV\683 

IVbfikeng 

(L) 

NVVS84 

Ditsobotia 

(g 

NV\i385 

Ramotshere 

Moiloa(L) 

DC38 

NgakaModiri 

Molema(L) 

NJ\J332 

IVbledi 

(Ma^(L) 

1 IVFRASlRUCllJf^ DEVELOPIVBSrr & ASSET IWNNAGEIVE^ 














Capital Funding 














Total Capital Budget 

124215 

292461 

1063748 

27 852 

150257 

965 

33205 

30190 

59184 

37 392 

105703 

282 764 

41363 

Internally Funded aid Other 

122G0 

8000 

90440 

5700 

13786 

- 

5794 

500 

- 

- 

25616 

6225 

450 

Grant Funding arid Other 

112015 

284461 

653 617 

221SZ 

136471 

965 

27411 

29ra0 

59184 

37 392 

80087 

276 539 

40913 

Internally Generated Furxis %af Non Grait Funding 

100.0% 

100.0% 

22.1% 

100.0% 

100.0% 

.0% 

100.0% 

100.0% 

.0% 

.0% 

100.0% 

100.0% 

100.0% 

Borrcwyng % of Non Grant Funding 

.0% 

.0% 

77.9% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Grant Funding %ctfTot^ Funding 

90.2% 

97.3P^ 

61.4% 

79.5P^ 

90.8% 

100.0% 

82.6% 

98.3P^ 

100.0% 

100.0% 

75.8% 

97.8P^ 

98.9% 

Borrovuing 














Total Borrawng LialDility 

- 

550 000 

100000 

- 

74375 

1500 

- 

- 

17868 

1900 

6^ 

- 

694 

Borrcwyng for the Financial Year 

- 

- 

319692 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Cost of BorroA/ing for the Financial Year 

170 

34 SO 

107 079 

366 

15518 

319 

70 

- 

15242 

1100 

1285 

3000 

26324 

Total Cost of Debt as a % of Total BorrcMing Liability 

.0% 

6.3P^ 

107.1% 

.0% 

20.9% 

21.2% 

.0% 

.0% 

85.3% 

57.9% 

20.4% 

.0% 

3795.5% 

F=i nand ng Cost % of Asset Base 

.0% 

.8% 

1.3% 

.1% 

1.4% 

.8% 

.0% 

.0% 

18% 

.2% 

.2% 

.1% 

27% 

Capital Charges % of Operating Expenditure 

.0% 

2.3P/0 

3.0% 

.3% 

23% 

.1% 

.1% 

.0% 

26% 

.3% 

.5% 

.6% 

6.5% 

Borroi/wng %crf Total Assets 

.0% 

12.6P^ 

1.2% 

.0% 

6.6% 

3.8% 

.0% 

.0% 

22% 

.3% 

12% 

.0% 

.1% 

Captal Charges to CXati Re\/enu€ 

.2% 

3.3P^ 

3.5% 

.5P^ 

6.2% 

27.7% 

.6% 

.0% 

4.7% 

.4% 

.9% 

58.6P^ 

9.4% 

BorrcMed Funding of oiati Capital Expendture 

.0% 

.0% 

31.3% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Gearing 

.0% 

12.9% 

1.1% 

.0% 

5.9% 

4.5P/0 

.0% 

.0% 

15% 

.2% 

1.1% 

.0% 

.1% 

Current F^ic 

4.8 

1.4 

1.7 

2.2 

5.3 

1.4 

5.4 

1.2 

2.1 

4.8 

17 

.5 

.5 

Licjuidity Ratio 

2.0 

1.0 

1.0 

.3 

2.7 

1.3 

1.2 

.0 

.1 

.0 

.6 

.5 

.1 

Finance charges and Depredatic»VTotal Re\/enu6 

2.9% 

6.1% 

9.5% 

1.6P^ 

19.0% 

1.8% 

6.7% 

6.4% 

11.6% 

9.0% 

26% 

13.2% 

20.3% 

Debtco\/^age 

22.2 

12.3 

35.7 

130.0 

12.4 

1.2 

8.0 

2756728 

11.7 

37.7 

36.6 

2.6 

29.2 

Capital Prograrrme 














Capital Appropriations 














Trading Services 

74220 

126411 

507847 

6500 

57102 

- 

- 

- 

- 

2000 

20135 

274223 

20800 

Total Appropriation - Electricity Infrastructure 

8000 

24000 

176 274 

2500 

15980 


- 

- 

- 

2000 

16000 


20000 

Total Appropriation - NAbter Infrastructure 

55220 

79 911 

109977 

- 

22077 

- 

- 

- 

- 

- 

3500 

143 356 

- 

Total Appropriation - \Abste \Abter Managemem 

11000 

20 000 

216596 

1000 

13367 

- 

- 

- 

- 

- 

- 

130 867 

- 

Total Appropriation - \Abste Man^emem 

- 

2500 

5000 

3000 

5678 

- 

- 

- 

- 

- 

635 

- 

800 

Econorric and En\/ironmental 

21110 

142300 

545161 

12 579 

74483 

200 

29491 

18 000 

51184 

35392 

79545 

5091 

10663 

Total Appropriation - Planning and Development 

- 

- 

20000 


- 

200 

29491 

18 000 

- 

- 

- 

- 

- 

Total Appropriation - FRoad Transport 

21110 

142 300 

525161 

12 579 

74483 

- 

- 

- 

51184 

35 392 

79545 

5 091 

10663 

Total Appropriation - ErMronrrentd FYotectior 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Governance and Adrrinistration 

2200 

6500 

5400 

5700 

4806 

765 

2084 


- 

- 

2150 

2850 

4950 

Comtunity and Public Safety 

15485 

17250 

5340 

3073 

13867 

- 

1630 

12190 

8000 

- 

3 873 

600 

4950 

Other 

11200 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

%Capital Ap>F)ropriations measured sigainst Total Capital 















Summarised Outcome: Municipal Budget and Benchmarking Engagement - 2015/16 Budget vs Original Budget 2014/15 


Rthousands 

NV\S71 

Moretele 

(g 

NV\Q72 

Madibeng 

(H) 

rvAASTS 

Rustenbirg 

(H) 

NV\S74 

Kgetlengrivier 

(g 

NIASTS 

Moses 

l^3tane(M) 

DC37 

Bpjanala 

Platinum (1^ 

NVUSSl 

Ratlou 

(L) 

NV\G82 

Tswaing 

(g 

Ny\S83 

IVbfikeng 

(L) 

NVVS84 

Ditsobotia 

(g 

Ny\i385 

Ramotshere 

Moiloa(L) 

DC38 

NgakaModiri 

Molema(L) 

Ny\S92 

IVbledi 

(Ma^(L) 

Trading Services 

59.8% 

43l2% 

47.7% 

23.3% 

38.0% 

.0% 

.0% 

.0% 

.0% 

5.3% 

19.0% 

97.0% 

50.3% 

%c^ Capital Budget - Bectridty Infrastructure 

6.4% 

8.2% 

16.6% 

9.0% 

10.6% 

.0% 

.0% 

.0% 

.0% 

5.3% 

15.1% 

.0% 

48.4% 

% of Capital Budget - \Afeiter Infrastructure 

44.5% 

27.3P/0 

10.3% 

.0% 

14.7% 

.0% 

.0% 

.0% 

.0% 

.0% 

3.3% 

50.7% 

.0% 

%ctfCaptal Budget - \Afeste V\ater Managerrent 

8.9% 

6.8P/0 

20 . 4 % 

3.6% 

8.9% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

46.3% 

.0% 

%c^ Capital Budget - Wfeste Managerrent 

.0% 

.9% 

.5% 

10.8P^ 

3.8% 

.0% 

.0% 

.0% 

.0% 

.0% 

.6% 

.0% 

19% 

EccjTKirric arKj Erivirorirnerital 

17.0% 

4a7% 

51.2% 

452% 

49.6% 

20.7% 

858% 

59.6% 

8a5% 

947% 

75.3% 

18% 

25.8% 

% of Captal Budget - Plarring and Development 

.0% 

.0% 

1.9% 

.0% 

.0% 

20.7% 

88.8% 

59.6% 

.0% 

.0% 

.0% 

.0% 

.0% 

% of Captal Budget - Road Traisport 

17.0% 

48.7% 

49.4% 

45.2% 

49.6% 

.0% 

.0% 

.0% 

86.5% 

94.7% 

75.3% 

18% 

25.8% 

%c^ Capital Budget - Envircnmental Protection 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

GcK/emance and Adrrinistration 

1.8% 

Z2% 

.5% 

255% 

3.2% 

79.3% 

&3% 

.0% 

.0% 

.0% 

Z0% 

10% 

12.0% 

Cormunity and Public Safety 

12.5% 

5.9% 

.5% 

11.0% 

9.2% 

.0% 

4.9% 

40.4% 

13.5% 

.0% 

3.7% 

.2% 

12.0% 

Other 

9.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Asset Management 














Total Value of PPE 

1328456 

4 350 000 

8480968 

263 939 

1124486 

38 974 

240252 

443^ 

826509 

682 679 

526746 

4156110 

969366 

Capital Asset ReneiAal 

10178 

21840 

437612 

- 

- 

- 

- 

- 

- 

- 

1500 

137 032 

14663 

Operational Repairs & IVbintenance 

20545 

103 638 

114895 

14920 

51317 

1S31 

7 350 

6358 

20633 

5000 

12457 

11300 

25968 

Asset RenaAal % of Depreciation 

99.8% 

26.5P/0 

151.7% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

25.0% 

209.5P/O 

30.2% 

R&M%of PPE 

1.5% 

2.4% 

1.4% 

5.7% 

4.6% 

3.9% 

3.1% 

14% 

2.5% 

.7% 

2.4% 

.3P^ 

27% 

Asset Rene\Aal and R&Masa%of PPE 

2.3% 

2.9% 

6.5% 

5.7% 

4.6% 

3.9% 

3.1% 

1.4% 

2.5% 

.7% 

26% 

3.6% 

4.2% 

Dep'edaticn as % of Asset Base 

.8% 

1.9% 

3.4% 

.7% 

9.3% 

12.8% 

3.3% 

25% 

6.9% 

4.8% 

11% 

16% 

50% 

Repairs & Maintenance/Total Revenue 

5.8% 

6.9% 

3.2% 

10.4% 

8.7% 

.5P/o 

6.2% 

3.7% 

3.9% 

13P/0 

4.4% 

22% 

7.5% 

AVERAGE HOUSEHOLD BILLS 














Percentage Increases 














Property rates 

.0% 

674.2% 

.0% 

5.9% 

6.0% 

.0% 

.0% 

6.0% 

(40.0%) 

.0% 

.0% 

.0% 

4.8% 

Electricity: Basic levy 

.0% 

.0% 

93.2% 

5.9% 

.0% 

.0% 

.0% 

122% 

.0% 

.0% 

.0% 

.0% 

12.2% 

Electricity: Ccrsurrpticn 

.0% 

1Z2% 

11.7% 

5.9% 

.0% 

.0% 

13.2% 

119% 

.0% 

.0% 

.0% 

.0% 

12.2% 

NAbter: Basic levy 

.0% 

13.0% 

6.0% 

5.9% 

.0% 

.0% 

.0% 

6.0% 

(40.0%) 

.0% 

.0% 

.0% 

.0% 

NAbter: Ccnsurrptlon 

.0% 

13.0% 

2.4% 

5.9% 

9.9% 

.0% 

.0% 

5.8P^ 

(40.0%) 

.0% 

.0% 

.0% 

4.8% 

Sanitation 

.0% 

13.0% 

10.2% 

5.9% 

6.0% 

.0% 

.0% 

6.0% 

(14.2%) 

.0% 

.0% 

.0% 

4.8% 

Refuse removal 

.0% 

4.8% 

5.9% 

5.9% 

10.0% 

.0% 

.0% 

6.0% 

(14.2%) 

.0% 

.0% 

.0% 

4.8% 

Other 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

(40.0%) 

.0% 

.0% 

.0% 

.0% 

Monthly Bill (RancVcent) 














Property rates 

,00 

451.00 

183.33 

25.59 

35.33 

.00 

.00 

218.53 

.06 

.00 

625.00 

.00 

267.71 

Electricity: Basic levy 

.00 

.00 

237.99 

153.10 

.00 

.00 

.00 

135.98 

.00 

.00 

114.91 

.00 

200.60 

Electricity: Ccrsurrption 

.00 

179.52 

528.63 

537.44 

.00 

.00 

16120.00 

610.00 

.00 

.00 

605.00 

.00 

995.69 

NAbter: Basic levy 

41.34 

34.78 

59.19 

14.75 

.00 

.00 

.00 

32.27 

.06 

.00 

.00 

.00 

.00 

NAbter: Ocrsurrptlcn 

25.72 

84.75 

272.53 

193.00 

255.74 

.00 

.00 

72.01 

.06 

.00 

96.82 

.00 

249.98 

Sanitation 

.00 

113.03 

115.55 

4262 

25.96 

.00 

.00 

74.46 

.06 

.00 

73.81 

.00 

181.41 

Refuse removal 

30.00 

77.66 

107.48 

26.40 

26.94 

.00 

.00 

81.07 

.06 

.00 

90.23 

.00 

174.21 

Other 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

.06 

.00 

.00 

.00 

.00 

Total Monthly Bill (excluding VAT) 

97.06 

946.74 

1504.70 

99291 

343.97 

.00 

16120.00 

1224.32 

.36 

.00 

1605.77 

.00 

2069.61 


Summarised Outcome: Municipal Budget and Benchmarking Engagement - 2015/16 Budget vs Original Budget 2014/15 


Rthousands 

NV\S71 

Moretele 

(g 

NV\Q72 

Madibeng 

(H) 

NU\i373 

Rustenbirg 

(H) 

NVVS74 

Kgetlengrivia 

(g 

Ny\i375 

Moses 

f03tane(M) 

DC37 

Bpjanala 

Platinum 

NU\i381 

Ratlou 

(L) 

NV\G82 

Tswaing 

(g 

NiAS83 

IVbfikeng 

(L) 

NVVS84 

Ditsobotia 

(g 

NV\i385 

Ramotshere 

Moiloa(L) 

DC38 

NgakaModiri 

Molema(L) 

NV\S92 

IVbledi 

(Nw^(L) 

SOaAL PACKAGE 














Total Nurrber of Householcte 

52063 

141662 

77467 

19200 

65300 

0 

0 

25 664 

70846 

0 

41740 

0 

17840 

Highest level of free service provided 














\AMer (kilolitres per household per month) 

6 

6 

6 

6 

6 

0 

0 

6 

6 

0 

12 

0 

6 

Bectridty (kwh per household po" month) 

50 

50 

50 

50 

0 

0 

50 

50 

50 

0 

50 

0 

50 

Nurrber of Households receiving Free Basic Services 














\Ahter (6 kilolitres per household pa" month) 

23000 

6500 

5373 

12558 

21300 

0 

0 

3500 

5500 

7000 

20000 

0 

6000 

Sanitation (free rrinimum level service) 

0 

6500 

5373 

6 847 

345 

0 

0 

3500 

5500 

7000 

1313 

0 

6000 

Sectridty/Other energy (50kv\h per household per month) 

23000 

6500 

3182 

11562 

0 

0 

15458 

860 

11120 

7000 

20000 

0 

6000 

Refuse(rerrDved at least once aweek) 

0 

6500 

5373 

6642 

a) 000 

0 

0 

3500 

34141 

7000 

1313 

0 

6000 

Cost of Free Basic Services provided 

11961 

15200 

129121 

38 931 

42908 


1900 

4929 

31294 

8000 

12630 

- 

18109 

\Ahter (6 kilolitres per household pa" month) 

6700 

545 

27 345 

13 683 

19Z78 

- 

- 

955 

5581 

1020 

2748 

- 

3796 

Sanitation (free rrinimum level service) 

- 

200 

6758 

11240 

256 

- 

- 

1729 

3 047 

1568 

2645 

- 

S70 

Sectridty/Other energy (50kwh pa household pa month) 

5261 

11070 

88475 

6412 

4000 


1900 

362 

7907 

4250 

4712 

- 

3899 

Refuse(rerrDved at least once aweek) 

- 

3385 

6543 

7596 

19374 


- 

1883 

14760 

1162 

2525 

- 

- 

Average Cost per Household Pa Annum 

52a05 

233&46 

3536967 

4429.33 

1889.92 

.00 

12291 

1725.60 

271201 

114286 

4310.89 

.00 

1427.57 

\/\hta (6 kilolitres pa household pa month) 

291.30 

83.85 

5089.29 

1089.58 

905.06 

.00 

.00 

27288 

1014.64 

145.71 

137.38 

.00 

632.65 

Sanitation (free rrinimum level service) 

.00 

30.77 

1257.69 

1641.53 

742.68 

.00 

.00 

494.04 

553.95 

224.00 

201447 

.00 

145.07 

Sectridty/Other enagy (50kwh pa household pa month) 

22B.7S 

1703.08 

2780493 

554.62 

.00 

.00 

12Z91 

420.72 

711.09 

607.14 

235.62 

.00 

649.85 

Refuse(renrived at least cnce aweek) 

.00 

520.77 

1 217.76 

1143.60 

242.17 

.00 

.00 

537.96 

432.32 

166.00 

1923.42 

.00 

.00 

Cost of Free Basic Services Provided to "Registered Indigent" 

11961 

15200 

190041 

55623 

40255 


- 

6040 

14916 

8000 

86218 

- 

8565 

Revenue cost of free services provided (acd property rates and 














otha) 

10979 

15109 

129121 

2589 

42908 

- 

1900 

4929 

27383 

12470 

12630 

- 

21704 

l_ocal Govanment Bquitable Shae 

260987 

457443 

399145 

57478 

;^570 

294712 

99822 

86 304 

173855 

88 789 

127415 

510 260 

39618 

MiKbh- Funded /Urifurided 

Funded 

Funded 

Finded 

Funded 

Funded 

Funded 

Finded 

Funded 

Unfunded 

Funded 

Finded 

Unfunded 

Unfunded 


Summarised Outcome: Municipal Budget i 


Rthousands 

NtAi393 

IVbmjsa 

(M) 

NVVS94 

Greater 

TaLng(M) 

NtAi396 

Lekwa-Teemane 

(g 

NV\S97 

Kagisano 

Molopo 

(L) 

Dcsg 

Dr Ruth 

Segomotsi 
Mompati (M) 

NW401 

Ventersdorp 

(M) 

NtA^102 

Tiokvve 

(H) 

NW403 

atyOf 

Matlosana(H) 

Nt/V104 

IVbquassi 

hills (M) 

DC40 

Dr l^rmeth 

Kaunda^Vj) 

Total Operating Revenue 

138420 

210 652 

241286 

122 736 

315838 

15L508 

1085209 

2380228 

360485 

181568 

Total Operating &(penditure 

138627 

182 726 

260095 

116 600 

613236 

146170 

1185132 

2743375 

343343 

319306 

Operating PerfomiEince Surplus / (Deficit) 

(207) 

27926 

(18809) 

6136 

(297398) 

5337 

(99923) 

(363147) 

17141 

(137 73^ 

cash and cash Equivalents at the Year End 

1113 

54515 

(11162) 

56 085 

15192 

(550) 

62447 

100 001 

(9341) 

34(S 

Net Increase / (Decrease) in Cash held for the Year 

(3963) 

8088 

(11162) 

29 989 

(42 799) 

(1550) 

(314153) 

10 001 

(4042) 

(135831) 

cash Backing / Surplus (Deficit) Reconciliation 

(17699) 

65 615 

(86652) 

23 087 

56965 

42270 

458364 

(246660) 

47727 

(9267) 

cash Coverage Ratio 

.1 

4.6 

(.7) 

9.7 

.5 

(1) 

.8 

.6 

(.4) 

.1 

STATEWBSrr OF OPBIATING PERFORMANCE 











Revenue 











% Increase in Total Cperating Revenue 

2.0% 

24.5P^ 

21.3% 

16.0% 

18.6% 

10.0% 

6.7% 

18.1% 

16.2% 

(.4%) 

% Increase in Properly Rates Revenue 

(8.2%) 

7.8P/0 

80.7% 

61.6% 

.0% 

10.9% 

11.3% 

17.2% 

(1.8%) 

.0% 

% Increase in Electricity Revenue 

12.2% 

11.3P/0 

17.4% 

.0% 

.0% 

12.1% 

11.6% 

29.0% 

5.2% 

.0% 

% Increase in VJS&er Revenue 

4.8% 

(76.4%) 

10.7% 

.0% 

.0% 

(20.5P/o) 

6.5% 

20.6P^ 

7.4% 

.0% 

% Increase in Property Rates & Service Charges 

5.9% 

8.2% 

21.3% 

61.6P^ 

.0% 

7.2% 

10.5% 

21.6P^ 

7.7% 

.0% 

% Increase in Operating Grant Revenue 

(12.8%) 

28.1% 

6.9% 

19.0% 

13.8% 

14.7% 

13.8% 

1.0% 

13.1% 

.8% 

% Increase in Capital Grant Revenue 

17.5% 

(9.1%) 

(29.3%) 

.0% 

38.2% 

.0% 

8.6% 

12.3P^ 

.0% 

45.6P/0 

CollecJion Rate Including Other Revenue 

50.8% 

90.3P/O 

78.9% 

149.2% 

81.4% 

101.3% 

99.7% 

74.0% 

55.0% 

100.0% 

Annual Debtors Collection Rate (P^'rrent Level %) 

45.2% 

71.0% 

37.2% 

83.2% 

.0% 

57.6P^ 

97.5% 

75.5P^ 

48.6% 

.0% 

Current Debtors CollecJion Rate 

47.4% 

71.0% 

37.2% 

83.2% 

.0% 

101.2% 

97.5% 

75.5P^ 

48.6% 

.0% 

Outstanding Debtors to Revenue 

18.2% 

10.5% 

41.4% 

2.7% 

33.6% 

58.7% 

16.0% 

4.7% 

123.3% 

3.6P/0 

CVS Service Debtors to Revenue 

35.7% 

103.8% 

67.9% 

26.3% 

.0% 

120.8% 

19.3% 

6.3% 

222.7% 

.0% 

Expenditure 











% Increase in Total Cperating E>qDenditure 

(5.0%) 

20.2% 

7.3% 

1L0% 

144.8% 

6.2% 

3.9% 

29.4% 

19.5% 

(16%) 

% Increase in Errployee Costs 

(23.8%) 

18.8% 

(4.4%) 

(6.3%) 

2.1% 

(.1%) 

6.6% 

6.5P^ 

5.8% 

16.5P/0 

%CX/ertirre measured against Brpicyee Related Costs 

5.4% 

.0% 

4.8% 

.0% 

.0% 

4.6% 

Z0% 

4.0% 

Z2% 

.7% 

% Increase in Electricity Bulk Purchases 

6.9% 

14.2% 

13.4% 

.0% 

.0% 

14.2% 

11.0% 

19.7% 

10.8% 

.0% 

% Increase in \AMer Bulk Purchases 

.0% 

.0% 

.0% 

.0% 

57.5% 

4.8% 

12.9% 

3Z6P^ 

10.8% 

.0% 

RerTuneration%of Cper Exp(e9<d debt irrpairmanddeprec) 

446% 

45.2% 

24.9% 

25.6% 

16.2% 

31.8P/0 

33.3% 

26.2% 

33.5% 

29.6P/0 

Contracted Services % of Oper Bt>(€»<cI debt irrpairmanddeprec) 

5.7% 

10.3% 

6.3% 

10.8% 

2.5% 

5.3P^ 

6.1% 

1.7% 

5.7% 

13P^ 

Debt lrrpairrrent%of BillahDle Revenue 

43.6% 

11.9% 

21.7% 

20.8% 

.0% 

4.1% 

.6% 

20.7% 

47.4% 

.0% 

%Bectricity Dstributicn Losses 

.0% 

.0% 

12.1% 

.0% 

.0% 

.0% 

a3% 

.0% 

.0% 

.0% 

%V\feter Dstributicn Losses 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.1% 

.0% 

.0% 

.0% 

Enplo^iee costs/Total Revenue 

31.4% 

35.9% 

mi% 

20.8P^ 

28.9% 

28.3P^ 

31.0% 

210% 

19.9% 

515P^ 


Summarised Outcome: Municipal Budget i 


Rthousands 

NiAi393 

IVbmjsa 

(M) 

NVVS94 

Greater 

TaLng(M) 

NU\i396 

Lekwa-Teemane 

(g 

ISIV\S97 

Kagisano 

Molo|x> 

(L) 

DC39 

Dr Ruth 

Segomotsi 
Mompati (M) 

NW401 

Ventersdorp 

(M) 

NV\^102 

Tiokvue 

(H) 

NW403 

atyOf 

Matlosana (H) 

NVV104 

IVbquassi 

hills (M) 

DC40 

Dr l^nneth 

Kaunda^VD 

1 IVFRASlRUCllJf^ DEVELOPIVBSrr & ASSET IWNNAGEIVE^ 











Capital Funding 











Total Capital Budget 

28723 

71111 

20504 

60154 

264864 

26 300 

224077 

138 927 

27 235 

5 572 

Internally Funded aid Other 

11107 

26410 

1400 

32458 

- 

- 

1^400 

10 000 

283 

- 

Grant Funding arid Other 

17 617 

44701 

19104 

27^6 

264864 

26 300 

54677 

128 927 

26952 

5 572 

Internally Generated Furxis %of Non Grant Funding 

100.0% 

100.0% 

100.0% 

100.0% 

.0% 

.0% 

100.0% 

100.0% 

100.0% 

.0% 

Borrcwyng % of Non Grant Funding 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Grant Funding %ctfTot^ Funding 

61.3% 

62.9% 

93.2% 

46.0% 

100.0% 

100.0% 

24.4% 

9Z8% 

99.0% 

100.0% 

Borrovuing 











Total Borrawng LialDility 

- 

1202 

4056 

- 

- 

- 

- 

59 000 

45500 


Borrcwyng for the Financial Yea 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Cost of BorroA/ing for the Financial Yea 

500 

216 

722 

- 

Ill 

11S2 

- 

49 099 

5528 

- 

Total Cost of Debt as a % of Total BorrcMing Liability 

.0% 

18.0% 

17.8% 

.0% 

.0% 

.0% 

.0% 

83.2% 

12.1% 

.0% 

Fi nand ng Cost % of Asset Base 

.2% 

.1% 

1% 

.0% 

.0% 

.3% 

.0% 

.9% 

.8% 

.0% 

Capital Charges % of Operating Expenditure 

.4% 

.1% 

.3% 

.0% 

.0% 

.8% 

.0% 

18% 

16% 

.0% 

Borroi/wng %crf Total Assets 

.0% 

.3% 

.7% 

.0% 

.0% 

.0% 

.0% 

11% 

69% 

.0% 

Captal Charges to CXati Re\/enu€ 

.0% 

.7% 

.4% 

.0% 

.2% 

1.4% 

.0% 

2.4% 

Zl% 

.0% 

BorroiAed Funding of o\An Capital Expaiditure 

.0% 

.0% 

178.6% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Gearing 

.0% 

.3% 

.9% 

.0% 

.0% 

.0% 

.0% 

12% 

56% 

.0% 

Current Raic 

1.5 

4.6 

.8 

4.6 

.5 

ZO 

6.7 

.7 

2.9 

.6 

Licjuidity Ratio 

.2 

3.5 

.0 

4.1 

.3 

.2 

2.7 

.2 

.1 

.4 

Finance charges and DepredatiofVTotal Ra/enue 

7.8% 

6.4% 

13.7% 

11.8P^ 

15.9% 

6.1% 

15.6% 

20.0% 

10.0% 

18% 

Debt co\/aage 

558.0 

4.1 

7.3 

54.9 

16.5 

130.5 

416 

50.6 

1049 

11 

Capital Prograrrme 











Capital Appropriations 











Trading Services 

3560 

13258 

20204 


260999 

8300 

156489 

72961 

12540 

- 

Total Appropriation - Electricity Infrastructure 

3560 

1425 

20204 


- 

5000 

29300 

10 000 

- 

- 

Total Appropriation - \AMer Infrastructure 

- 

2108 

- 

- 

260999 

1500 

15302 

34964 

7611 

- 

Total Appropriation - NAbste \Abter Managemem 

- 

2850 

- 

- 

- 

1800 

109180 

27 997 

4929 

- 

Total Appropriation - \Abste Man^emem 

- 

6 875 

- 

- 

- 

- 

2707 

- 

- 

- 

Econorric and En\/ironmental 

23654 

43463 

- 

50854 

2280 

18 000 

39320 

52 536 

13627 

361 

Total Appropriation - Planning and Developrrent 

- 

100 

- 

50 854 

60 


250 

- 

- 

251 

Total Appropriation - Road Transport 

23654 

43 363 

- 

- 

- 

18 000 

38710 

52 536 

13627 

- 

Total Appropriation - Environrrent^ FTotectior 

- 

- 

- 

- 

2220 


360 

- 

- 

no 

Governance and Adrrinistration 

- 

4600 

300 

9300 

1300 

- 

9035 

10 000 

893 

4633 

Community and Public Safety 

1510 

9790 

- 

- 

85 


19232 

3430 

175 

578 

Other 

- 

- 

- 

- 

200 

- 

- 

- 

- 

- 

%Capital Ap>propriations measured sigainst Total Capital 












Summarised Outcome: Municipal Budget i 


Rthousands 

f-tJ\J333 

IVbmjsa 

(M) 

NVVS94 

Greater 

TaLng(M) 

f*J\J396 

Lekwa-Teemane 

(g 

ISIV\S97 

Kagisano 

Molopo 

(L) 

Dcsg 

Dr Ruth 

Segomotsi 
Mompati (M) 

NW401 

Ventersdorp 

(M) 

Ny\^102 

Tiokvve 

(H) 

NW403 

atyOf 

Matlosana(H) 

NyV104 

INfequassi 

hills (M) 

DC40 

Dr l^rmeth 

Kaunda^Vj) 

Trading Services 

12v4% 

iae% 

ga5% 

.0% 

98.5% 

31.6% 

69.8% 

5Z5% 

450% 

.0% 

%c^ Capital Budget - Bectridty Infrastructure 

12.4% 

2.0% 

98.5% 

.0% 

.0% 

19.0% 

13.1% 

7.2% 

.0% 

.0% 

% of Capital Budget - \Afeiter Infrastructure 

.0% 

3.0% 

.0% 

.0% 

98.5% 

5.7% 

6.8% 

25.2% 

27.9% 

.0% 

%ctfCaptal Budget - \Afeste \AMer Managerrent 

.0% 

4.0% 

.0% 

.0% 

.0% 

6.8P/0 

48.7% 

20.2% 

18.1% 

.0% 

%cif Captal Budget - \Afeste Managerrent 

.0% 

9.7% 

.0% 

.0% 

.0% 

.0% 

1.2% 

.0% 

.0% 

.0% 

EcoTKirric arKj Erivirorirnerital 

8Z4% 

61.1% 

.0% 

845% 

.9% 

68L4% 

17.5% 

37.8% 

50.0% 

55% 

% of Captal Budget - Plarring and Development 

.0% 

.1% 

.0% 

84.5P^ 

.0% 

.0% 

.1% 

.0% 

.0% 

4.5P^ 

% of Captal Budget - Road Traisport 

8Z4% 

61.0% 

.0% 

.0% 

.0% 

68.4% 

17.3% 

37.8P^ 

50.0% 

.0% 

%c^ Capital Budget - Envircnmental Protection 

.0% 

.0% 

.0% 

.0% 

.8% 

.0% 

.2% 

.0% 

.0% 

2.0% 

GcK/emance and Adrrinistration 

.0% 

&5% 

1.5% 

155% 

.5% 

.0% 

40% 

7.2% 

3L3% 

83.1% 

Cormunity and Public Safety 

5.3% 

13l8% 

.0% 

.0% 

.0% 

.0% 

56% 

Z5% 

.6% 

154% 

Other 

.0% 

.0% 

.0% 

.0% 

.1% 

.0% 

.0% 

.0% 

.0% 

.0% 

Asset Management 











Total Value of PPE 

259510 

361636 

547664 

204 000 

2202610 

399 000 

3383997 

5393 000 

655165 

67 642 

Capital Asset ReneiAal 

3200 

- 

- 

2500 

- 

- 

128256 

- 

- 

- 

Operational Repairs & IVbintenance 

3979 

10 987 

6668 

16450 

- 

8285 

- 

78 081 

15920 

2 833 

Asset RenaAal % of Depreciation 

31.0% 

.0% 

.0% 

17.3% 

.0% 

.0% 

75.8% 

.0% 

.0% 

.0% 

R&M%of PPE 

1.5% 

3.0% 

1.2% 

8.1% 

.0% 

2.1% 

.0% 

1.4% 

Z4% 

4.2% 

Asset Rene\Aal and R&Masa%of PPE 

2.8% 

3.0% 

1.2% 

9.3P% 

.0% 

2.1% 

3.8% 

1.4% 

Z4% 

4.2% 

Dep'edaticn as % of Asset Base 

4.0% 

3.6P/0 

6.0% 

7.1% 

Z3% 

2.0% 

5.0% 

8.6P^ 

5.3% 

4.9% 

Repairs & Maintenance/Total Revenue 

Z9% 

5.2% 

2.8% 

13.4% 

.0% 

5.5P/0 

.0% 

3.3% 

4.4% 

16% 

AVERAGE HOUSEHOLD BILLS 











Percentage Increases 











Property rates 

4.8% 

11.3% 

4.8% 

.0% 

.0% 

.0% 

5,9% 

64.1% 

55% 

.0% 

Electricity; Basic levy 

6.3% 

5.8P/0 

12.2% 

.0% 

.0% 

.0% 

.0% 

1Z2% 

6.0% 

.0% 

Electricity; Ccrsurrpticn 

6.3% 

6.0% 

12.2% 

.0% 

.0% 

.0% 

12.2% 

8.5P^ 

10.8% 

.0% 

NAbter; Basic levy 

4.8% 

.0% 

4.8% 

.0% 

.0% 

.0% 

6.0% 

15.0% 

(55.8%) 

.0% 

NAbter; Ccnsurrptlon 

4.8% 

.0% 

4.8% 

.0% 

.0% 

.0% 

ao% 

29.7% 

7.9% 

.0% 

Sanitation 

4.8% 

6.8P/0 

4.8% 

.0% 

.0% 

.0% 

5.9% 

114.0% 

6.7% 

.0% 

Refuse removal 

4.8% 

6.5P^ 

4.8% 

.0% 

.0% 

.0% 

6.0% 

5.5P^ 

6.5% 

.0% 

Other 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

.0% 

Monthly Bill (RancVcent) 











Property rates 

259.90 

88.00 

119.67 

.00 

.00 

.00 

106.97 

61192 

633.33 

.00 

Electricity; Basic levy 

127.33 

9L00 

154.36 

.00 

.00 

.00 

.00 

m.20 

191.69 

.00 

Electricity; Ccrsurrption 

473.25 

228.00 

653.55 

.00 

.00 

.00 

967.ffi 

545.50 

416.58 

.00 

NAbter; Basic levy 

43.^ 

.00 

31.67 

.00 

.00 

.00 

46.59 

115.00 

36.16 

.00 

NAbter; Ocrsurrptlcn 

478.67 

6.00 

267.07 

.00 

.00 

.00 

224.76 

412.72 

311.42 

.00 

Sanitation 

49.26 

47.00 

131.34 

.00 

.00 

.00 

110.58 

128.40 

121.34 

.00 

Refuse removal 

61.10 

49.00 

93.30 

.00 

.00 

.00 

95.43 

115.79 

62.23 

.00 

Other 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

.00 

Total Monthly Bill (excluding VAT) 

1492.92 

509.00 

1450.96 

.00 

.00 

.00 

1551.98 

2 04153 

1772.'^ 

.00 


Summarised Outcome: Municipal Budget i 


Rthousands 

NV\i393 

IVbmjsa 

(M) 

NVVS94 

Greater 

TaLng(M) 

NU\i396 

Lekwa-Teemane 

(g 

NV\B97 

Kagisano 

Molopo 

(L) 

DC39 

Dr Ruth 

Segomotsi 
Mompati (M) 

ISIVVWl 

Ventersdorp 

(M) 

NV\^102 

Tiokvue 

(H) 

NW403 

atyOf 

Matlosana (H) 

NVV104 

IVbquassi 

Hills (M) 

DC40 

Dr l^rmeth 

Kaunda^VD 

SOaAL PACKAGE 











Total Nurrber of Householcte 

16372 

48612 

16830 

28531 

0 

18580 

47 266 

138849 

9255 

0 

Highest level of free service provided 











\AMer (kilolitres per household per month) 

6 

6 

0 

0 

0 

6 

6 

3 

6 

0 

Sectridty (kv\h per household p^ rronth) 

50 

50 

0 

0 

0 

50 

80 

50 

50 

0 

Nurrber of Households receiving Free Basic Services 











NAhter (6 kilolitres per household p^ month) 

10 006 

8133 

6788 

0 

0 

3300 

47 266 

43 000000 

1000 

0 

Sanitation (free rrinimum level service) 

10 006 

zm 

6788 

0 

0 

3300 

12 500 

43000000 

1000 

0 

Sectridty/Other energy (50kv\b per household per month) 

7131 

8133 

6788 

0 

0 

2500 

10800 

43000000 

0 

0 

Refuse(rennved at leaa cnce a\Aeek) 

10006 

288 

6788 

0 

0 

3300 

12 500 

43000000 

1000 

0 

Cost of Free Basic Services provided 

26449 

2969 

21^ 


- 

14380 

36000 

264626 

4105 


\Ahter (6 kilolitres per household p^ month) 

6306 

25 

944 


- 

180 

82CX) 

133 761 

1519 

- 

Sanitation (free rrinimum level service) 

10249 

140 

18815 

- 

- 

4000 

9600 

32^4 

1231 

- 

Sectridty/Other energy (50k\Ah per household per month) 

6039 

2 676 

302 

- 

- 

8000 

9800 

38423 

534 


Refuse(renxived at least once a\Aeek) 

500 

149 

1097 

- 

- 

2200 

8400 

59 748 

821 

- 

Average Cost per Household Per Annum 

25BLCC 

1366.68 

3205l52 

.00 

.00 

5133.33 

2520.89 

ai5 

357128 

.00 

\/\ihter (6 kilolitres per household p^ month) 

630.15 

3.02 

139.12 

.00 

.00 

54.55 

173.49 

3.11 

1518.ffi 

.00 

Sanitation (free rrinimum level service) 

1024.10 

508.32 

2 771.85 

.00 

.00 

1212.12 

768.00 

.76 

1231.48 

.00 

Sectridty/Other energy (50k\Ah per household per month) 

846.62 

329.02 

44.50 

.00 

.00 

3 200.00 

907.41 


.00 

.00 

Refuse(renxived at least once a\Aeek) 

49.95 

516.32 

250.05 

.00 

.00 

666.67 

67ZOO 

139 

820.98 

.00 

Cost of Free Basic Services Provided to "Registered Indigent" 

25531 

11034 

21^ 

- 

- 

16940 

119153 

264 626 

3571 


Revenue cost of free services provided (&(ci property rates and 











other) 

3691 

2989 

- 

- 

- 

8010 

36000 

264626 

- 

- 

Local Government Bquitable Stwe 

43070 

171557 

37480 

102421 

260500 

63 366 

119625 

339 737 

91878 

165 682 

MTREF Funded / Unfunded 

Unfunded 

Funded 

Unfunded 

Funded 

Funded 

Funded 

Funded 

Unfunded 

Funded 

unfunded 


